To:  Way,  Stevenfway. steven@epa.gov] 

From:  Todd  Hennis 

Sent:  Mon  3/17/2014  8:05:43  PM 

Subject:  Fw:  Gold  King  Phase  li 

Gold  King  Rehab  Phase  ll.pdf 

Steve- 

Phase  2 of  the  Gold  King  reopening-  this  assumes  70  feet  of  timbering  to  get  back  past  the  tunnel  intersection 
with  the  older  portal  drift.  Mr.  Maisel  has  advised  that  timbering  elsewhere  should  run  in  line  with  this 
estimate. 

For  San  Juan  Corp., 

Todd  C.  Hennis.  Pres. 


On  Monday,  March  17,  2014  1:45  PM,  Pete  Maisel 
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Pete  Maisel 

Maisel  Excavation, LLC 

www.maiselx.com 

pete@maiselx.com 

970.759.9291 
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